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Dear Goner al Paul* 


j In reply to Or* Florrjlng's letter of July 27* the Secretary 
ini ttlvsln .iotAtllns 'd.e $p»ial Ansijtant, c olonelKaroldp 0 
United State* Marins Corps, to ssrv* as the Department of Statics 
raorf)or of the Interagency ylann'ng Group of the Defense 
t,inn Bc-rd , with ?tv Howard J, fro: a as alternate .wisher* ' ilia 
detail of both officers is in accord with your expressed dacire to ; 
cohtijw-s with the ofunr; roprerf onbalive* ‘J * '% 

lr. conviction with t :*f; conduct of "njrprlse. alertc*, it la -M 
ruggeatod that the exercise to he held furing this Fall -.cr- : . Winter^ 
wjui/.; attwiiacr to more re» r.i if; v Ll if jrroup.* of agencies were to 
colocate at tbs s^rat t. * , than singly* By this method, 

caJTvnicat Jontt between the relocation sites of State, CIA, USIA, 
and ICA for exaiqua, could be tested end Interagency coordination , 
strengthened* This su&. esv..cn 5 s, of course, contingent upon the . 
ability of agencies aoniU-red to collages to negotiate for adequate 
rpnsc tc t c oc. upioc during p rlod:: other than the Thanksgiving and 
Christmas holidays. 

' * * .. ;•’•/. , . . . ..• • - •';• /’'•»; \ 

; *»•...! < tr. 

In this ccnnoetion, the Dauartnect of .State 5.5 currently 
exploring with the heads of the ^nited States Information Agency , ' 
ard the International Cooperation Acbiinistratlon the possibility 
of joint operations at ok site cr of providing emergency space 
for liaison groups from tliotxj agencies since their sites are /t: , 
considered to be too remote from the alternate headquarters of 
the Department of State far the moot effective working relation* 
ahipa. ■ r ■■;■ tb s -' A ; 

Sincerely yours. 


Copies to* 


I&roctor, CIA 
Direotor, USIA 
Director. ICA 


General Willard 3. Paul 

.f ; Assistant to the Director 

for Plans and Readiness, 

Offico of Defense Mobil! 
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